Message 


From: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Sent: 3/7/2011 3:02:38 PM 

To: 'burgundee.butler@thomsonreuters.com' [burgundee.butler@thomsonreuters.com] 

Subject: Micromedex 2.0 


Hi Burgundee, 

I received an email a few weeks ago about Micromedex 1.0 will not be available after June 1 st 2011. We just use 
the Identidex section of Micromedex for our Laboratory. Will this upgrade affect us? Our Customer ID isHHH^I 


Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fax 413-545-2608 
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